From: 

Sent: 

To: 


NC Gov. Cooper [no-reply@nc.gov] 

1/29/2018 2:52:12 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Monday, January' 29, 2018 - 2:52 pm 

Submitted by anonymous user: 10.10.15.8 

Submitted values are: 

First Name Elizabeth 

Last Name Coulter 

City Indian Trail 

State North Carolina 

Email 3kidpainter@gmail.com 

Phone Number 9803130454 

Message 

Dear Gov, Cooper. I am writing today to ask you to revisit a decision regarding the Atlantic Coast Pipeline. I 
think more, many more public hearings need to be held before the permitting process goes any further. Thank 
you. 

The results of this submission may be viewed at: 
https://governor.nc.gOv/node/l l/submission/28261 
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